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SECTION  V — The  Original  Essay 


Value  — 250  marks 


Time  — 2 hours 

Note  — All  your  rough  work  as  well  as  your  finished  essay  must  be  done  in 
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Values 


SECTION  V — THE  ORIGINAL  ESSAY 


250  94.  Note: 

(1)  Marks  will  be  awarded  for 

(a)  planning  and  organization 

(b)  style 

(c)  content 

(2)  Up  to  50%  of  the  marks  will  be  deducted  for  mechanical  errors  and  errors  in 
English. 

(3)  Space  is  provided  for 

(a)  rough  work  (including  preliminary  organization) 

(b)  finished  essay  (including  a title) 

(4)  Warning!  Read  instructions  with  extreme  care.  Failure  to  follow  instructions  will 
result  in  loss  of  marks. 


Instructions: 


You  are  required  to  write  an  essay  of  approximately  400  to  500  words  on  ONE  of  the 
assignments  which  appear  below.  You  may  limit  your  topic  in  any  way  you  see  fit,  but 
you  must  follow  the  instructions  presented  in  one  of  the  assignments.  Compositions  on 
any  other  topics  will  receive  no  credit.  The  essay  may  be  either  the  expository  (informa- 
tional) or  personal  type.  You  should  give  your  essay  an  appropriate  title. 

ASSIGNMENTS  (Choose  ONE  only) : 

A.  Read  the  following  statement  and  write  an  essay  indicating  your  agreement  or  dis- 
agreement with  the  point  it  advances:  “The  trouble  with  teenagers  is  not  so  much 
that  they  fail  to  do  what  they  should  do  but  that  they  are  not  told  what  to  do.” 

B.  Write  an  essay  indicating  your  agreement  or  disagreement  with  the  following 
statement: 

“As  man’s  working  hours  decrease,  literature  will  play  a greater  role  in  his  leisure 
time.” 

C.  Indicate  your  attitude  regarding  the  purpose  of  an  education  in  your  reply  to  the 
following  statement: 

“The  dual  purpose  of  our  schools  is  to  preserve  our  heritage  from  the  past  and  to 
encourage  creative  and  critical  thinking  that  will  provide  a new  heritage  for  the 
future.” 

D.  Discuss  the  statement  as  it  applies  or  does  not  apply  to  modern  living: 

“Not  for  bread  does  man  work  but  for  status.” 


[OVER] 


FOR  ROUGH  WORK  (including  PLANNING  AND  ORGANIZATION) 
(No  marks  given  for  work  in  this  space) 


4 


(Additional  space  for  Rough  Wor|f  on 


% 


LIBRARY  § 

UNIVERSITY  OF  ALBERTA  § 


*/<-// it/.'  i i/jus*  . 


5 


Space 
Reserved 
for  Sub- 
Examiners 


FOR  FINISHED  ESSAY 
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